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Module 5-1

Lesson Topic 5-1-2

A technician should become thoroughly fami-
liar with the capabilities and limitations
of an avionics system prior to performing

any operational checks or'tests.

Electrical specification tables are provided
in maintenance instruction manuals for the
purpose of providing data which specifies
operating requirements and characteristics.

Refer to the Electrical Specifications Table
in the HIM for the radar trainer.  List the
RX sensitivity and TX peak power,
and

-90 dbm

300-1000
watts

4. Refer to the Electrical Specifications

Table in the MIM for the radar trainer and
list the limit or description for each
characteristic listed below.

Characteristic     Limit or Description

a.   Input power.

b.  Dummy load.      ______________

c.  Pulse repetition
frequency.

d.  Gain control

22 IPB also provides for situations where only a part number is known and
